From: 

To: 

Sent: 

Subject: 


System Administrator 
'mjrestaurant@setarnet.aw' 
Tuesday, June 06, 2006 8:11 AM 
Undeliverable: 


Your message did not reach some or all of the intended recipients. 

Subject: 

Sent: 6/6/2006 7:28 AM 

The following recipient(s) cannot be reached: 

'mjrestaurant@setarnet.aw' on 6/6/2006 8:11 AM 

The recipient could not be processed due to congestion in the message transfer 

service 

The MTS-ID of the original message is: c=US;a= ;p=Commonwealth of ;l=DPH-MSG-008- 
060606112759Z-42017 
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